"ANNEXURE R2" 


PROPOSED FIRE SERVICES TARIFFS 2020/21 


Dealers in Flammable Liquids (This is costs for issuing permits, valid for one year as per the Municipal By-Laws) 


TYPE OF PERMIT/INSPECTION 

2019/20 TARIFF 

2020/21 TARIFF 

Storing flammable liquids - flashpoint<40°C in quantities < 40 
litres 

R173.93 per inspection/permit 
or R173.93 per tank 
(underground or aboveground) 

R 184.37 per inspection/permit 
or R184.37 per tank 
(underground or aboveground) 

Storing flammable liquids - flashpoint >40°C in quantities < 200 
litres 

R173.93per inspection/permit 

R 184.37 per inspection/permit 

Flammable liquid stores 

R173,93 per store 

R 184,37 per store 

Flammable liquid storage tanks (above/below ground) 

R173,93 per tank 

R 184,37 per tank 

Spray rooms and spray booths 

R173,93 per room or booth 

R 184,37 per room or booth 

Mixing and decanting rooms 

R173,93 per room 

R 184,37 perroom 

Liquid Petroleum Gas (LPG) 

R173,93per< 19kg 

R184,37per < 19kg 

Liquid Petroleum Gas (LPG) 

R173,93 per > 19kg 

R 184,37 per > 19kg 

Liquid Petroleum Gas- Bulk Tanks 

R173,93 per tank 

R 184,37 per tank 

Liquid Petroleum Gas/fuel storage facilities 

R173,93 per storage 

R 184,37 per storage 

Liquid Petroleum Gas filling site 

R173,93 per storage 

R 184,37 per storage 








































